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ACTION EUR- 12 

INFO OCT-01 ISO-OO 10-10 CIAE-00 PM-04 H-02 INR-07 L-03 
NSC-05 PA-02 PRS-01 SP-02 SS-15 USIA-15 SAB-01 AID-05 
IGA-01 CG-00 DOTE-OO EB-07 COME-OO OMB-01 TRSE-00 
/094 W 

025682 

Rill 140Z AUG 75 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 338 
INFO AMEMBASSY ATHENS 
AMEMBASSY LONDON 
AMEMBASSY NICOSIA 
AMCONSUL ADANA 
AMCONSUL ISTANBUL 
AMCONSUL IZMIR 
USMISSION USNATO 
USMISSION USUN 
CINCUSAFE 
EUCOM 
USNMR SHAPE 
USCINCEUR 

CINCUSNAVEUR LONDON 
DIRNSA WASHDC 
USDOCSOUTH NAPLES 
SECDEF WASHDC 

UNCLAS ANKARA 6229 

E.O. 11652: NA 

TAGS: PFOR, PINT, MASS, TU, CY 

SUB J : DEMIREL CHALLENGES ECEVIT TO NAME INSTALLATIONS STILL 
FUNCTIONING 

REF ANKARA 6209 

1. IN THE CONTINUING EXCHANGE BETWEEN GOVERNMENT AND 
UNCLASSIFIED 
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OPPOSITION LEADERS CONCERNING THE RESPONSE TO THE U.S. ARMS 
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EMBARGO, PRIMIN DEMIREL RESPONDED ON AUGUST 9 TO THE CHARGE 
MADE BY REPUBLICAN PEOPLE’S PARTY CHAIRMAN ECEVIT (REFTEL) 

THAT "MANY INSTALLATIONS ARE CONTINUING TO FUNCTION WHEN THE 
AGREEMENTS ARE NONEXISTENT." CALLING ECEVIT'S CRITICISM 
"FULL OF INCONSISTENCIES. CONTRADICTIONS AND UNTRUTHS." 

DEMIREL SAID: "THE POINTS IN THE GOVERNMENT STATEMENT OF 
JULY 25, 1975 HAVE BEEN IMPLEMENTED. THAT IS, ALL THE 
COMMON DEFENSE INSTALLATIONS FUNCTIONING UNDER BILATERAL 
AGREEMENTS HAVE BEEN SUSPENDED.” DEMIREL CHALLENGED 
ECEVIT "TO DO HIS DUTY” BY POINTING OUT "WHICH ARE THE 
INSTALLATIONS THAT SHOULD HAVE BEEN STOPPED ACCORDING TO 
THE GOVERNMENT DECISION BUT ARE STILL ACTIVE." 

2. MEANWHILE. DEMOCRATIC PARTY LEADER BOZBEYLI, IN A PRESS 
STATEMENT PUBLISHED AUGUST 11. CRITICIZED THE GOVERNMENT'S 
PERFORMANCE AND ASKED WHAT WAS THE "LEGAL BASIS" 

FOR AMERICAN MILITARY REMAINING IN TURKEY SINCE ALL OPERATIONS 
HAD BEEN STOPPED. 

MACOMBER 
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